PROJECT  10073  RECORD 


I.  DATE  • TIME  CROUP 

6 April  66  07M07Z 


X SOURCE 

Civilian 


X NUMBER  OF  OBJECTS 

One 


S.  LENGTH  OF  OBSERVATION 

3-5  Seconds 


2.  LOCATION 


Wauwatosa  I Wisconsin  (1  Wijbness) 


CONCLUSION 


Astzo  (METEIOR) 


/ . 
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6.  TYPE  OF  OBSERVATION 


Ground-Visual 


7.  COURSE 


Zenith  to  3^^350  Deg 


e.  PHOTOS 

□ Y«s 

lOlo 


9.  PHYSICAL  EVIDENCE 

□ Y«« 

cX%o 


11.  BRIEF  SUMMARY  AND  ANALYSIS 

Object  appeared  as  a bright  li^t  about  -2  or  -3  magnitude* 
Appeared  to  be  larger  than  Vrnus  or  Jupiter*  The  color  of*ti 

object  was  a steady  whit.e*  FfBtimated  speed  at  mach  2 or  3* 
Object  moved  from  Zenith  bo  horizon  in  3-5  seconda*  Mo  sami 

trail,  tall  or  exhaust  was  reported* 


FORM 

FTD  (Tnpy  thl€  fr'V'h  rr*r 


o.r.o,  REPcicr 


mat 

Addrvsai 
Telephone  t 
AQfii  21  * 

JOBS  Student 
Bdncetiont 


8 yoere  elementery  education 
b Toara  Ri^  Schod 

Preeentlj  voxking  toward  degree  In  neteorolog7  and/or 
eeoondazy  education 


ADDITIONAL 

INTOlMATrONs 


I Have  been  a co-op  weather  observer  f Ar  lUliraukee 
Vbather  Bureau  alnce  June  of  1998*  I have  become 
q[uite  accurate  In  estlaation  of  cloud  heighta  from 
visual  observation. 

B S P 0 B T 


Dates  Hbdaesca3f_Apnx  6 1966 
TlMs  ~^07Z.  2207C* 

Looation].  ^th  and  dojd  Btreet. 


TTpe  of  Objects 


Bright  light,  Uadnetude  about  * 2,  or 
Slse  unknown  aa  well  as  shape  do  to  distant  and 
height  but  appeared  to  be  approx!  aa  tel/  or  alX^tly 
larger  than  the  planet  Jupiter  or  Venua. 


COLOR  AND 
APFSAHANCS  s 


Stead/  white  - Ho  additional  colors, 
identifiable,  criterion. 


or 


SPEED; 


Bstlaated  speed  Uach  2 or  3.  this  la  based  on 
ecnputatl one  taking  the  figure  of  2 1/2  miles 
visible  from  horizon  to  Zenith  Point.  Object 
aoved  from  Zaaitb  to  Horizon  In  a period  of  3 to 
5 seconds.  ^ ' ' ■ • /■/i  . ‘■-"'A-  y*-.  n - ' — •“ 


'I  y- 


COUBSEs 


Height ; 


This  was  a straight  11ns  course  with  no  app^arent 
Tacillations.  Course  heading  fro«  Zenith  to 
3k0^  or  350®# 

The  height  of  this  object  was  estimated  to  be  U,CX)Q 
to  6,000  feet  M.S.L.  An/  possible  major  error  in  this 
height  was  discounted  do  to  an  Alto-euiaulus  la/er 
(Overcast)  at  6,000'to  6,000'X.B«L« 


a 

REPORTED  WEATHER;  MIEKAUKEE  GENERAL  MITCHEL  FIEU)  ^ 


: ^ **■  - j 

't:-  ;■* 


UHSTAUKEE  mOlEKiUIf  FIBID 


’ i y r ir  - ^ ^ 


irAUVATOSA  (69IR  AID  IISST  liOSTH  AVE.)  3 


t i 
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